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UNITED STATES INTELLIGENCE BOARD 


Estimates Published During 1965 
With Notations Regarding 


USIB Release to Foreign Governments 


Attached for the convenience of the members is a list of National 
Intelligence Estimates published during 1965 together with information 


regarding their release to foreign governments, as authorized by USIB. 
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Attachment 


GROUP 1 
Excluded from automatic 
downgrading and 
declassification 


SECRET 
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